236    NONDOCKETED ITEMS

-9107020006 ANF-89-171(NP) Vols 1 & 2 to "Grand Gulf 1 ANF-1.4 Design Rept Me-
chanical, Thermal-Hydraulic & Neutronic Design for Advanced Nuclear Fuels 9X9-5
Fuet Assemblies."

DUNNIVANT.W.S.,  MACDUFF.R.B.,   HERSHBERGER.D.  Advanced  Nuclear  Fuels
Corp. (formerly Exxon Nuclear Co., Inc.). 91/04/30. 64pp. 58315:140-58315:206.

9107020167 Application for amend to License NPF-6,proposing new Tech Spec Section
3/4.4.12 for low-temperature overpressure protection.

CARNS.N.S. Entergy Operations, Inc. 2CAN069107. 91/06/18. Document Control
Branch (Document Control Desk). 7pp. 58282:213-58282:251.

-9107020179 A-MPS-ER-004 "Final Rept on Low-Temperature Overpressure Protection
Analysis for ANO 2 for 21 Effective Full Power Years."

*   ASEA Brown  Boveri,  Inc.  *  Combustion  Engineering,  Inc. 91/05/31.  25pp.
58282:227-58282:251.

9107020250 Application for amend to License NPF-6,changing Tech Spec Figure 3.4-2
re RCS temp limitations for 0 to 10 yrs of full power operation,per Rev 2 to Reg Guide
1.99.C-E Rept A-MPS-ER-002 re pressure/temp limits encl.

CARNS.N.S. Entergy Operations, Inc. 2CAN069109. 91/06/18. Document Control
Branch (Document Control Desk). 11pp. 58279:222-58279:296.

-9107020257 A-MPS-ER-002 "Final Rept on Reactor Vessel App G Pressure-Temp
Limits for Arkansas Nuclear One Unit 2 for 21 EFPYs."

*  Combustion Engineering, Inc. 91/05/31. 53pp. 58279:244-58279:296.

9107030185 Forwards proprietary A-MPS-ER-Q03, "Final Rept on Low Temp Overpres-
sure Protection Pressure-Temp Limits for Arkansas Nuclear One Unit 2 For 21 Effec-
tive Full Power Yrs." Rept withheld (ref 10CFR2.790(b)(4)).

FISICARO.JJ. Entergy Operations, Inc. 2CAN069108. 91/06/27. Document Control
Branch (Document Control Desk). 7pp. 58312:074-58312:080.

9107030306 Forwards supplementary info on BAW-10177, "Mark-BW Reload LOCA
Analysis for Trojan Nuclear Plant," per NRC request during 910524 telcon.
CROSS.J.E. Portland General Electric Co. 91/06/28. Document Control Branch (Doc-
ument Control Desk). 9pp. 58312:352-58312:360.

9107030312 Application for amend to License DPR-30,reflecting proposed mod to HPCi
turbine steam exhaust line.GE proprietary Rept GE-NE-901-013-0491,Rev 1, "Quad
Cities HPCI Turbine Steam Supply..." encl.Rept withheld (ref 10CFR2.790(b)(4)).
STOLS.R. Commonwealth Edison Co. 91/06/28. MURLEY.T.E. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 9pp. 58312:081-58312:114.

-9107030315 Proposed tech specs modifying HPCI turbine steam exhaust line.

* Commonwealth Edison Co. 91/06/28. 25pp. 58312:090-58312:114.

9107050068 Forwards Licensing Topical Rept NEDE-24011-A-10, "GE Std Application
for Reactor Fuel."

CHARNLEY.J.S. General Electric Co. JSC-91-020. 91/06/19. JONES.R.C. Reactor
Systems Branch. 4pp. 58338:036-58338:233.

-9107050071 "GE Std Application for Reactor Fuel."
MARRIOTT,?.W. General Electric Co. 91/09/30. 150pp. 58338:040-58338:233.

9107050075 Forwards nonproprietary WCAP-12836,WCAP-12880 & WCAP-12912 &
proprietary WCAP-12837.WCAP-12881 & WCAP-12911 re plant pipe whip restraints
design verification program.Proprietary WCAP-12837,WCAP-12881 & WCAP-12911
withfield,

CROSS.J.E. Portland General Electric Co. 91/06/28. Document Control Branch (Doc-
ument Control Desk). 2pp. 58387:169-58388:138.

-9107050082 Requests that proprietary WCAP-12837, "Technical Justification for Elimi-
nating Pressurizer Surge Line & RHR Line Rupture as Structural Design Basis for
Trojan Nuclear Plant" be withheld (ref 10CFR2.790(b)(4)).

DIPIAZZA.R.P. Westinghouse Electric Corp. CAW-91-138. 91/03/13. MURLEY.T. Doc-
ument Control Branch (Document Control Desk). 11pp. 58387:171-58387:181.

-9107050087 Requests that proprietary WCAP-12881, "Technical Justification for Elimi-
nating 10" Accumulator Lines Rupture as Structural Design Basis for Trojan Nuclear
Plant* be withheld (ref 10CFR2.790(b)(4)).

DIPIAZZA.R.P. Westinghouse Electric Corp. CAW-91-178. 91/06/20. MURLEY.T. Doc-
ument Control Branch (Document Control Desk). 11pp. 58387:182-58387:192.

-9107050088 Reguests that proprietary WCAP-12911, "Technical Justification for Elimi-
nating Safety Injection & RHR Line Ruptures as Structural Design Basis for Trojan Nu-
clear Plant" be withheld (ref 10CFR2.790(b)(4)).

DIPIAZZA.R.P. Westinghouse Electric Corp. CAW-91-179. 91/06/20. MURLEY.T. Doc-
ument Control Branch (Document Control Desk). 11pp. 58387:193-58387:203.

-9107050093 WCAP-12836 Nonproprietary "Technical Justification for Eliminating Pres-
surizer Surge Line & RHR Line Rupture as Structural Design Basis for Trojan Nuclear
Plant."

WITT.FJ.,    PALUSAMY.S.S.    Westinghouse    Electric    Corp.    91/02/28.    104pp.
58387:204-58387:309.

-9107050095 WCAP-12880 Nonproprietary "Technical Justification for Eliminating 10"
Accumulator Lines Rupture as Structural Design Basis for Trojan Nuclear Plant."
WITT.FJ., ADAMONIS.D.C. Westinghouse Electric Corp. 91/04/30. 77pp. 58387:310-
58388:028.

-9107050101 WCAP-12912 Nonproprietary WCAP-12912, "Technical Justification for
Eliminating Safety Injection & RHR Line Ruptures as Structural Design Basis for
Trojan Nuclear Plant'1

WITT.FJ.,    ADAMONIS.D.C.
58388:029-56388:138.

Westinghouse    Electric   Corp.   91/05/31.    107pp.

9107050117 Forwards nonproprietary WCAP-1 2899 & proprietary WCAP-1 2900, "Steam
Generator C-3 Startup Approval Meeting Presentation Matls'' & application for with-
holding WCAP-1 2900.

STEWART,W.L Virginia Power (Virginia Electric & Power Co.), 91-354. 91/06/24.
Document Control Branch (Document Control Desk). 4pp. 58389:001-58389:160.

-9107050120 Requests withholding of WCAP-1 2900, "Steam Generator C-3 Startup Ap-
proval Meeting Presentation Matls" per 10CFR2.790.

..

DIPIA22A,R.P. Westinghouse Electnc Corp. CAW-91-144. 91/04/04. MURLEY.T. Doc-
ument Control Branch (Document Control Desk). 1 1 pp. 58389:005-58389:01 5.

-9107050121 WCAP-1 2899 "Steam Generator C-3 Startup Approval Meeting Presenta-
tion Matls,"
* Westinghouse Electric Corp. 91/02/28. 100pp. 58369:016-58389:160.

9107050133 Forwards proprietary Rev 1 to Licensing Topical Rept NEDC-31897P-1.
"Generic Guidelines for GE BWR Power Update," including comments & suggestions
from GE/NRC generic meetings on 910103,0320,0417 & 0523.Rev withheld.
ROBARE.DJ. General Electric Co. MFN-062-91. 91/06/10. MARSH.LB. Project Di-
rectorate 111-1. 1p. 58320:155-58320:155.

9107050139 Application for amend to license NPF-29,requesting extension of instru-
mentation surveillance intervals & allowed outage times.Proprietary GE Topical Rept
RE-027 encl.Rept withheld.

COTTLE.W.T. Entergy Operations, Inc. GNRO-91/00083. 91/06/26. Document Con-
trol Branch (Document Control Desk). 20pp. 58341:011-58341:059.

9107050160 Forwards explanation of changes for Rev 60 to QA program Topical Rept
CE-1-A.per telcon w/Region III.

TAYLOR.D. Commonwealth Edison Co. 91/06/27. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 7pp. 58340:350-58340:356.

9107050181 Forwards safety evaluation of Topical Rept TVA-NPOD89, "Nuclear Power
Organization Description."

HEBDON.FJ. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). TAG 80313. 91/06/26. NAUMAN.D.A. Tennessee Valley Authority. 5pp.
58298:054-58298:079.

-9107050186 Safety evaluation accepting Topical Rept TVA-NPOD89-A,Rev 2 & inte-
gration of engineering assurance into nuclear QA & nuclear engineering.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/26. 21pp.
58298:059-58298:079.

9107050221 Forwards nonproprietary WCAP-12983-A & proprietary WCAP-12394-A,
"SPNOVA - Multidimensional Static & Transient Computer Program for PWR Core
Analysis." Proprietary WCAP-12394-A withheld (ref 10CFR9.5(4)).
TRITCH.S.R. Westinghouse Electric Corp. NS-NRC-91-3601. 91/06/17. JONES.R.C.
Reactor Systems Branch. 2pp. 58348:328-58349:107.

-9107050225 Requests that proprietary WCAP-12394-A, "SPNOVA - Multidimensional
Static & Transient Computer Program for PWR Core Analysis" be withheld (ref
10CFR9.5(4)).

DIPIAZZA.R.P. Westinghouse Electric Corp. AW-91-175. 91/06/17. JONES.R.C. Re-
actor Systems Branch. 2pp. 58348:330-58348:331.

-9107050227 WCAP-12983-A Nonproprietary "SPNOVA - Multidimensional Static &
Transient Computer Program for PWR Core Analysis."

NGUYEN.T.Q., CASADEI.A.L Westinghouse Electric Corp. 91/06/30. 100pp.
58348:332-58349:107.

910705023d Forwards request for addl info re Topical Rept YAEC-1752, "Star Method-
ology for PWR Application," dtd 901102.

TROTTIER.EH. Project Directorate I-3. TAG 79238. 91/07/02. Maine Yankee Atomic
Power Co. 4pp. 58386:046-58386:049.

9107080115 Summary of 910620 meeting w/owners groups executives re discussion of
status of issues re new STS.

GRIMES.C.I. Technical Specifications Branch. 91/06/26. ROSSI.C.E. Division of Oper-
ational Events Assessment (Post 870411). 5pp. 58316:299-58316:303.

9107100062 Forwards Topical Rept CEN-404, "Leak-Before Break Evaluation of Main
Steam Line Piping" for NRC review & approval.Rept documents applicability of leak-
before-break to in- containment portions of main steam piping of C-t PWRs.
HUTCHINSON.JJ. C-E Operating Plants Owners Group. CEOG-91-365. 91/07/02.
SKOCZLAS.J.A. Document Control Branch (Document Control Desk). 2pp. 58415:318-
58416:089.

-9107100067 CEN-404 "Leak-Before Break Evaluation of Main Steam Line Piping."

* Combustion Engineering, Inc. 91/05/31. 125pp. 58415:320-58416:089.

9107110008 Partial response to FOIA request for all documents not already in PDR re
Saxton Nuclear Experimental Corp reactor operated by Westinghouse & GPU between
570101 - 910101. Forwards App I documents.to be placed in PDR.
GRIMSLEY.D.H. Division of Freedom of information & Publications Services (Post
890205). 91/05/06. DEKOK.D. Affiliation Not Assigned. 7pp. 58594:315-58596:306.

-9107160362 Advises that rept WCAP-7219 being withheld pursuant to section 2.790(b)
OMOCFR2.

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 68/10/07.
MONTGOMERY.C.R. Saxton Nuclear Experimental Corp. 1p. 58596:137-58596:137.

9107110184 Forwards slides presented by facility on 910627 & NRCs meeting re "Long
Term Solution" option I-D.

RICHINGS.H. Reactor Systems Branch. 91/07/03. JONES.R.C. Reactor Systems
Branch. 32pp. 58417:017-58417:048.

9107120112 Forwards proprietary Topical Rept BAW-10181P-00, "Topical SAR Constar
Dry Storage Cask." Rept withheld.

TAYLOR.J.H. Babcock & Wilcox Co. JHT/91-115. 91/07/01. STURZ.F. NRC - No De-
tailed Affiliation Given. 7pp. 58445:030-58445:036.

9107120222 Application for amends to Licenses DPR-53 & DPR-69,changing Tech Spec
3/4.2.1 re limiting conditions for operation & surveillance requirements for linear heat
rate for consistency w/design basis in Topical Rept CEN-124(B).
CREEL.G.C. Baltimore Gas & Electric Co. 91/07/02. Document Control Branch (Doc-
ument Control Desk). 3pp. 58420:343-58420:347.

9107120261 Forwards proprietary Rev 3 to ANF-89-115(P), "Seismic Analysis of Pali-
sades High Thermal Performance Fuel Design." Encl withheld (ref 10CFR2.790(b)).
SLADE.G.B. Consumers Power Co. TAC 08621. 91/06/30. Document Control Branch
(Document Control Desk). 7pp. 58445:037-58445:043.

9107150175 Forwards corrected nonproprietary & proprietary Addendum 2, Rev 3 to
WCAP-12245 & WCAP-12244, "Addendum 2 to Steam Generator Tube Plug Integrity
Summary Rept" WCAP-12244 withheld (ref 1OCFR2.790(b)(4)).
TRITCH.S.R. Westinghouse Electric Corp. NS-NRC-91-3596. 91/05/31.
RICHARDSON.J.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 3pp.
58426:314-58427:046.

-9107150189 WCAP-12245 ADD02 R03 Corrected Addendum 2, Rev 3 to nonproprie-
tary "Addendum 2 to Steam Generator Tube Plug Integrity Summary Rept"
KEATING.R.F. Westinghouse Electric Corp. 91 /06/30. 71 pp. 58426:328-58427:046.

c. EDGEWORTH.P.J. Division of Contracts (Pre 870413).
